184                                                                                                JOHN T. WILSON

line-contaminated aquifer. In Bioremediation: Field Experiences, P. E. Flathman,
D. E. Jerger, and J. H. Exner, eds. Chelsea, Mich.:  Lewis Publishers.
Zapico, M M, S. Vales, and J. A. Cherry.   1987.   A wireline piston core barrel for
sampling cohesionless sand and gravel below the water table.   Ground Water
Monitoring Review 7(3):74-82.